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ATTACHMENTS 


See attached 


INVESTIGATIVE REPORTS - 
SUPPORTING ALLEGATIONS LIST 
ATTACHMENTS NUMBER 


INVESTIGATIVE REPORTS - PHYSICAL EVIDENCE TOTAL NUMBER OF 

SUPPORTING ACCUSED MEMBERS{S) LIST ATTACHMENTS ATTACHMENTS SUBMITTED 
LIST ATTACHMENTS NUMBER: NUMBERS: WITH THIS FILE: 


7,8,18, 


FINDINGS - RECOMMENDATIONS 


BINDINGS: 


accused: 
^legation#!: 
^legations 2-5: 


Detective Vance Bonner 

Unfounded 

Not Sustained 


Approved: 


IPRA Supervisor 


DATE INITIATED 

(Date incident was received for investigation) 
23-SEP-2009 


Investigator will initiate the Command Channel Review form by 
completing the Investigator's Section. 


DATE COMPLETED (Date of this repo 


02-JUN-2012 


ELAPSED TIME 
(Total time expressed in days) 


INVESTIGATOR'S SIGNATURE 




IF NECESSARY, USE AN 81/2x11" SHEET OF WHITE PAPER TO CONTINUE ANY ITEM 









INDEPENDENT POLICE REVIEW AUTHORITY LOG #1030319 

ALLEGATIONS: 

On 21 September 2009, the complainant, ^^^l^^^^^elephoned the Independent 
Police Review Authority (IPRA) and registered this complaint with ktake Aide Diane Wolfe. 
The comp lainant alleged that on 18 September 2009, at approximately 1500 hours, while at 
^^^^IStreet, and during the course of his arrest. Detective Vance Bonner #20774 / 606: 

1) Pointed a gun at ^^^^^^^^Piead, 

2) Told “lay the fuck on the ground,” and “shut the fuck up,” 

3) Threatened stating, “1 should put a bullet in yOur head,” 

4) Took ^^^^^^^^|cell phone and failed to invem ory or return it, and 

5) Handcuffed tightly and refused to loosen them upon request. 


INVESTIGATION: 

In his statement to IPRA on 22 September 2009, th; complainant, 
stated that he went to ^^^^^|Elementary School to pick up his 

when he was approached from behind by two black (female and male) plainclothes 
officers. The male officer, now identified as Detective Vance Bonner, had his gum drawn and 
pointed at ^^^^^^^ead. Det. Bonner stated to him, “Lay the fuck on the ground,” and to 
“shut the fuck up.” ^^^^^|stated that Det. Bonner handcuffed him and placed the handcuffs 
too tightly around his wrists. Det. Bonner bolstered his weapon during the handcuffing. Mr. 
^^lindicated that one of his arms had an injury from a previous incident where he received 
thirteen stitches. ^^^^Hasked Det. Bonner to loosen the handcuffs but he failed to do so. The 


haindcuffs, according to ^^^^^|pressed tightly against the wound causing three of the stitches 
to pop out. ^^^^^|further continued to relate that while at the polpe station, Det. Bonner 
threatened to put a bullet in his head. He related that Det. Bonner continued to use profanities 
and make threats toward him. No other witnesses were present during the verbal abuse. Mr. 
^^Istated that after he was released, his cell phone was not returned, and believes that Det. 
Bonner failed to inventory it. ^|^^|stated that he was accused of a domestic battery, a 
harassment case and he had a warrant for his arrest stemming from a DU|. (Att.7, 8) 


In her statement to IPRA on 30 September 2009, the witness, 
who is an Assistant Teacher at Harte Elementary School, stated th^t she was assigned to 
playground duty during dismissal time to make sure all students were dismissed safely. Ms. 
^^^^^^^Bstated that she observed three black individuals in black Wform standing by the 
playground and the school parking. She indicated that the parent of | 


drove into the alley. Officer #2 (black male with a gun in his hand) who was in the parking lot 
east of the playground, hoped the fence with his gun out and tripped over the fence as he went to 
A total of five officers approaehed and placjed him in custody. Ms. 

^^^^^^^^stated that she did not see any of the officers, a buse or mistreat ^^^^^|Ms. 
^^^^^^^|stated that Officer Ivan Ray and Shenethe ParKS (School Principal) may have 
been witnesses to the incident. (Att. 16) 
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In her statement to IPRA on 02 October 2009, the witness, ^^^^^^^^|Principal at 
Harte Elementary School, stated that she was mostly concerned about the arrest taking place in 
school grounds and not having prior notification. Ms. ^^|stated that she feared a disaster could 
have happened had ^^^^^|had a gun. Ms. ^^|stated that she paw the school Security 
officer, Officer Ray, talking to one of the three officers and they told her that the officers were 
looking for a Fugitive. The officers then all ran toward the a ley along with Officer Ray. Ms. 
^^|ran to the alley as well and observed ^^^^^|face down on the ground and in handcuffs. 
Ms. ^^|stated that she never saw a gun drawn. Then one of the of ficjers, a U.S . Marshal, told 
Ms. ^^|that they had warrants for ^^^^^|Ms. ^^|stat;d that ^^^^^|was not abused 
in any way. (Att. 18) 

Attempts were made to interview possible witnesses and 

All attempts were met with negative results. (Att. 24 - 26, 29) | 


A canvass of the school was not possible due to the location of the school. The school is 
surrounded by an alley that runs from Cornell to the train tracks, the school parking lot which 
ends at Cornell and another parking lot. There is an overpass, rsilroad tracks, and a building with 
views blocked due to tall tress and an overgrown backyard to th j north of the school. (Att. 20) 

School Incident Report from ^^^^^^|Elementary School indicated that during 
dismissal, a detective was standing on the playground looking for ^^^^^^^^|father of 

_The report indicated that ^^^^^^arked his car in th4 alley and U.S. Marshal 

Vance Bonner apprehended the alley, while the children we;re playing on the school 

grounds. The officer stated that ^^^^^|was a fugitive. One of the parents of the school, 
Carlton Knight, stated that the officers ^^^heir weapons when apprehending ^^^^^|(Att. 
22 ) 


The Arrest Report of 


_ _indicated that he vus arrested on 18 Sep 09, at 

^^^Elementary School for the Issuance of a Warrant, Domestic Batteiiy and Harassment. This 
was a CPD/U.S. Marshals Great Lakes Regional Fugitive Apprehension Task Force arrest. It was 
discovered that ^^^^^^ad an outstanding criminal warrant for DUI out of McLean County. 
After ^^^^^|was arrested, it was learned that he was the named offender on two other case 
reports, one for a Domestic Battery, and the other for Harassment Electronic Communication. 
The victims of those cases were notified and they signed complaints against ^^^^^|The 
arrest report documented that ^^^^^|son and his personal property were turned over to his 
girlfriend, ^^^^^^^^|(Att. 9). 


The Original Case Incident Reports regarding a domestic battery/assault and the 
harassment electronic communication were obtained and reviewed. The reports named 
as the suspect in these cases. Complaints were filed by both victims. (Att. 11 - 14). 


In the Witness Report of Officer Ivan Ray #17674, h; reported that on 18 Sep 09, he 
was working as an agent and Security Supervisor for the Chi cago Public School, 

Elementary School. Officer Ray reported that on the date of the incident, ^^^^^|came to the 
school to pick up his child and concurrently, Det. Bonner of the U.S Marshals Great Lakes 
Regional Fugitive Apprehension Task Force arrived and made Officer Ray aware of their 


4 
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presence. Del. Bonner explained to Officer Ray that their inv(;stigatio rji revealed that 
was wanted. Officer Ray stated that the only conversation he h id with explaining to 

him that the officers had a warrant for his arrest and they woijild exf 
reported that he did not have any physical contact with Mr. 
see Det. Bonner point a gun at ^^^^^^Jhea d. Officer R ay| 
abuse, threats or profanities by Det. Bonner to 
knowledge if Det. Bonner took ^^^^^^|cell phone and fail 
Ray concluded that he did not observe Det. Bonner handcuff Vr. 
to loosen the cuffs. He did not observe any injuries to . (Att. 


LOG #1030319 


fin it to him. Officer Ray 
. He also related that he did not 
denied being a witness to verbal 
icer Ray reported that he has no 
|ed to retjurn or inventory. Officer 
oo tightly or any refusal 
) 


In the Accused Report of Detective Vance Bonner #20774/606, he reported that on 18 
Sep 09, he was working with the U.S. Marshals Fugitive Apprehension Task Force Beat 5756 in 
plainclothes with Investigators C. Ruffin and M. Burton from IDOC. After being informed that 
^^^^^^^|had an outstanding warrant and possibly the nair ed offender of other case reports, 
he went with his partners to the listed vicinity of arrest. After locating ^^^^^Bhe was 
arrested, and his son eind property were turned over to his girlfriend. ^^^^^^^^^|Det. 
Bonner related that his conversation with ^^^^^|was regarc ing reasons for arrest, and where 
he was being taken to be processed. The only physical contact that D^t. Bo nner had with Mr. 
^^|was a protective pat down and the placing of handcuffs o a ^^^^^^Det. Boimer denied 
threatening, verbally abusing or directing any profanities toward ^^ ^J^JPet. B onner denied 
pointing a gun at ^^^^^^|head. He further reported that allof^^^^^^lproperty was 
returned to his girlfriend, Bonner d enied hat^Oiffing ^^H^^oo 

tightly and did not observe or cause any injuries to ^^^^^ICAtt. 33) 


[Att. 3|) 

mtmm A i^ £\ 




CONCLUSION; 

The reporting investigator recommends that Allegatior #1 aga 
that he pointed a gun at ^^^^^^|head be closed with a finding 
evidence to support the finding was all of the consistent accounts fh 
indicated that they did not observe such an action. Det. Borner denlei 
against him and Officer Ray denied being a witness to Det. Bonner co: 
There are no other facts, witnesses or evidence to support Mr. Drew’s all4 


The reporting investigator recommends that Allegation; 
that he stated to down on the gr< 

threatened him when he stated, “I should put a bullet in your hi 
NOT SUSTAINED. Ms. ^Hand Ms. ^^■^^■report 
Det. Bonner or any of the officers at the scene commit such 
that he never heard or observed Det. Bonner use profanities, 
alleged comments to ^^^^^^|Det. Bonner denied the 
witnesses, facts or evidence available to either prove or refut^ 
finding should be Not Sustained. 


#2 and 
(jund,” " 
ad,” be 


all 


The re porting investi gator recommends that Allegations] 
that he took ^^^^^^^|cell phone and failed to return 
handcuffed 


oo tightly then refused to loosen the cufl 



inSt Det. Vance Bonner 
UNFOUNDED. The 
om the witnesses who 
d the allegation made 
remitting such an action, 
gation. 


#3 against Det. Bonner 
Shut the flick up,” and 
closed with a finding of 
;^d that tiey did not see or hear 
egationsi. Officer Ray indicated 
make aiy threats or make the 
ajUegationis. There are no other 
the allegations. Therefore, the 


#4 and #5 against Det. Bonner 
inventory same, and that he 
s upon request be closed with a 


5 
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finding of NOT SUSTAINED, ^^^^^stated that he saw E et Bonner place 
phone in the front pocket of Det. Bonner’s vest. Det. Bonner s :ated thaj he returned all personal 
belongings to ^^^^^|girlfriend stated that the phone is missing 

and was never returned. ^^^^|also stated that he asked se\ eral times for the handcuffs to be 
loosened, but Det. Bonner failed to do so. There are no witnesses to these allegations and no 
visible injuries. The identified witnesses failed to cooperate and the;:e are no other facts or 
evidence to either prove or refute the allegations. 


(Typed by Inv. Webb) 
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Recovered? 


Deceased? 
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Accused Members 


Review Name 

Status 

Accused Overall 
Finding 

Recommended No. of Date/Time 

Penalty Days Served 

Created 

Date 

Complimentary 

History 

Mmm BONNER, 
VANCE 

CLOSED/FINAL UNFOUNDED 

- 

- 


21-SEP- 

2009 

N/A 
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Related No. of 
Person Pages 
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in File ^ 
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Approve Approve 
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1 FACE SHEET 

N/A 

- 

WOLFE, 

DIANE 

SEP-21- 
2009 

14:44 

- 

- 

2 CONFLICT CERTIFICATION 

N/A 

- 

COLE-SMITH, 

CHERYL 

SEP-23- 

2009 

17:10 

- 

- 

3 CONFLICT CERTIFICATION 

N/A 

- 
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LINDA 

SEP-28- 

2009 

14:45 

- 
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4 AUDIO RECORDING 
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7 AUDIO RECORDING 


8 COMPLAINANT STATEMENT 


9 ARREST REPORT 


11 


12 


13 
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REPORT 

DETECTIVE SUPPLEMENTARY 
REPORT 

GENERAL OFFENSE CASE 
REPORT 


N/A 
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N/A 


N/A 


N/A 


N/A 


N/A 


N/A 
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CONSENT TO 

RECORD 

INTERVIEW/ 



42 


OUTLINE OF 
RECORDED 
ST ATEME NT/ 

STATEMENT 
OF I 
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HOWARD, 

MIA 


FRANKO, 

LINDA 

HOWARD, 

MIA 


HOWARD, 

MIA 


HOWARD, 

MIA 

HOWARD, 

MIA 

HOWARD, 

MIA 

HOWARD, 

MIA 

HOWARD, 

MIA 

HOWARD, 


NOV-16- 

2009 

15:38 

SEP-28- 

2009 

14:46 

NOV-16- 

2009 

15:39 

NOV-16- 

2009 

15:42 

NOV-16- 

2009 

15:48 

NOV-16- 

2009 

15:52 

NOV-16- 

2009 

15:53 

NOV-16- 

2009 

15:54 

NOV-16- 
2009 
15:55 
NOV-16- 


APPROVED - 

APPROVED - 

APPROVED - 

APPROVED - 

APPROVED - 

APPROVED - 

APPROVED - 

APPROVED - 

APPROVED - 
APPROVED - 
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YES 
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YES 
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REPORT 


ATTENDANCE AND ASSIGNMENT 
RECORD N/A 8 


MIA 


2009 

15:58 


16 REPORT (OTHER) 


17 


SWORN AFFIDAVIT FROM 
COMPLAINANT 


18 REPORT (OTHER) 


19 


SWORN AFFIDAVIT FROM 
COMPLAINANT 


20 CANVASS SHEETS 

21 REPORT (OTHER) 

22 REPORT (OTHER) 


N/A 2 


N/A 1 


N/A 2 


N/A 1 


N/A 1 


N/A 2 


N/A 1 


ATTENDANCE AND ASSIGNMENT 
RECORD ^ 


24 ATTEMPT TO CONTACT 


25 ATTEMPT TO CONTACT 


26 CERTIFIED MAIL RECEIPT 


N/A 1 
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UNIT 606 

CITIZEN 

INTERVIEW 

REPORT / 

WILLIAMS 

WILLIAMS 

CITIZEN 

INTERVIEW 

REPORT/ 



CHARLES 
SEKERAK/ 
CANVASS AT 
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NOTICE OF 
INCIDENT 

INCIDENT 

INFO 


UNIT 004 


returned first 
class letter re 


returned cert 
letter and 
receipt re 
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YES 
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27 
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INTERVIEW/STATEMENT/REPORT 
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28 

REQUEST FOR 

INTERVIEW/STATEMENT/REPORT 

N/A 

3 

re Wit PO Ivan 
Ray 

NO 

29 
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30 
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Det. Bonner 
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31 

ADMINISTRATIVE PROCEEDINGS 
RIGHTS 
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Det Bonner 
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32 

WAIVER OF COUNSEL/REQUEST 
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N/A 

1 

Det Bonner 
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33 

ACCUSED REPORT 

N/A 
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Det Bonner 
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4!il^ 34 

WITNESS REPORT 

N/A 

1 

PO Ray 
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35 

INVESTIGATOR CASE LOG 
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APR-15- 

2012 

14:47 

APPROVED - 

YES 

FRANKO, 

LINDA 
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APR-15- 

2012 

14:50 
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FRANKO, 

LINDA 

MAY-03- 

2012 

17:08 
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FRANKO, 
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MAY-03- 

2012 

11:22 
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2012 
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APPROVED - 

YES 
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2012 
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2012 

APPROVED - 
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QUERFURTH, 

PATRICK 


JUN-05- 

2012 

12:35 
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No Accused Appeal forms available for this Log No. 
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0TIP Related Incidents listed below are for reference only. These may be viewed using the related application search screens. 
No Related Incidents associated with this Log No. 
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0TIP Every employee included in the Status History is subject to be called for legal or administrative proceedings. 
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CLERK 3 

SERGEANT OF 
POLICE 

FIRST DEPUTY 
SUPT. 

CHIEF 

SERGEANT OF 
POLICE 
SERGEANT OF 
POLICE 

DEP CHIEF 

COMMANDER 

SERGEANT OF 
POLICE 

POLICE AGENT 
CLERK 3 

CLERK 3 

SUPERVISING 
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SUPERVISING 
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